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MINISTRY OP HEALTH AND FAMILY PLANNING AND WORKS, HOUSING 

AND URBAN DEVELOPMENT 

(Department of Health) 

NOTIFICATION 

New Delhi, the 23rd February 1971 

S O, 923.—In exercise of the powers conferred by sub-clause (lx) of clause (a) 
of sub-section (1) of section 2 of the Essential Services Maintenance Act, 1968 (59 
of 1968), the Central Government, being of opinion that strikes in any service 
connected with the supply, distribution and transmission of electrical energy to the 
public and the maintenance of operational efficiency within the areas of, or served 
by, the municipal electrical undertakings at Madurai, Coimbatore, Karur, Thanja- 
vur and Pollachi in the State of Tamil Nadu would result in the infliction of grave 
hardship on the community, hereby declares every such service to be an essential 
sendee for the purposes of the said Act. 


[No. N.11017/3/71-LSG.] 
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[JT0> fTTa 1 10 1 7/3/7 1 - E RT» into] 
ORDER 

S.O* 024,—Whereas the Central Government is satisfied that in the public interest 
it is necessary to moke the following Order; 

Now, therefore, in exercise of the powers conferred by sub-section (1) of section 
3 of the Essential Services Maintenance Act, 1968 (59 of 1968), the Central Gov¬ 
ernment hereby prohibits strike® In any service connected with the supply, distri¬ 
bution and transmission of electrical energy to the public and the maintenance 
of operational efficiency within the areas of, or served by, the municipal electrical 
undertakings at Madurai, Coimbatore, Karur, Thanjavur and Pollachl In the State 
of Tamil Nadu, which has been declared by the notification of the Government of 
India in the Ministry of Health and Family Planning and Works, Housing and 
Urban Development (Department of Health) No, S-O. dated the 

February, 1971, to be an essential service for the purposes of the said Act, 

[No. N.11017/3/71-LSG.] 
By order and in the name of the Presldent- 
A. B, MALIK, Joint Secy. 
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